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DETROIT, MICH, 


GEORGE RUSSELL 
1905—-March, 15, born in 


vot Beaed of Trestece, Harper Hospital. 


eerney Sat eens os Erasers Commies of 
omobile Mfg. 
Member of of Highway Users 
cderation forSatety and Mobility, 

of Board of Directors of Club of 
Detroit. 


Member of Board of Directors for the United Found- 





